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any future cases that may occur in time to apply the necessarj 7 pro- 
phylactic measures. 

Mortality of Matanzas from November 10 to 20, 1905, 23. 

Annual rate of mortality for the ten days, 17.48. Estimated popula- 
tion, 48,000. 

Report from Santiago — Inspection, of vessels — No quarantinable dis- 
ease — Mortality . 

Acting Assistant Surgeon Wilson reports, November 28, as follows: 
Week ended November 25, 1905: 

Bills of health issued to 6 vessels bound for the United States. 
No quarantinable disease reported. 
Mortality for the week ended November 25, 1905, 18. 
Annual rate of mortality for the week, 20.57 per 1,000. Estimated 
population, 45,500. 

ECUADOR. 

Report from Guayaquil — Yellow fever — Inspection of vessels — Plague 
reported on steamship Pizarro at Paita, Peru. 

Acting Assistant Surgeon Gruver reports, November 16, as follows r 

Week ended November 14, 1905. 

Two deaths from yellow fever were reported. 

On November 10, steamship Penderah, from Hamburg via Chilean 
and Peruvian ports, cleared for San Francisco, via South and Central 
American and Mexican ports. Ten cabin and 3 steerage passengers 
were taken from here, vessel fumigated and passengers examined. 
November 11, steamship Loa, from Chilean and Peruvian ports, cleared 
for Ancon, Canal Zone, with 10 cabin and 1 steerage passengers from 
here. Two cabin and 11 steerage passengers from ports south were- 
placed in quarantine to complete ten days from port of last exposure. 
Vessel fumigated and passengers examined. November 14, steam- 
ship Ecuador, a coasting vessel, cleared for Ancon, Canal Zone, with 
the following personnel: Crew, 58; cabin passengers, 9; steerage pas- 
sengers, 6; all told, 73. Vessel, crew, and passengers not examined; 
passed on certificate from ship's surgeon that all were well. Vessel 
not fumigated. 

On November 10 the president of the superior board of health 
received a cable from the Ecuadorean consul at Paita that the steam- 
ship Pizarro, which sailed from Panama via Guayaquil November 4, 
arrived at that port with a case of plague on board. To this date no 
further confirmation has been received. 

GERMANY. 

Report from Berlin — No cholera present in Germany or Galicia— 
Cholera diminishing in Russia. 

Passed Assistant Surgeon McLaughlin reports, November 18, as 
follows: 

Nc cases of cholera have been registered in Germany or Galicia 
since my last report. 

In Russia the official report for the week ended October 26 shows. 
a diminution in the number of cases, viz, 12 cases as against 26 cases 
in the previous week. Of the 12 cases 5 were in the city of Lodz and 
environs. 1 in Tykotzine, 2 in Lomja(city), 2 in Pultusk (district), and 
2 in Masowetzk (district). 



